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Mr. Paul F. Myers. Acting Chief . 

Foreign Demographic Analysis Division / 

Bureau of the Census / 

Deputy Assistant Director for Basic Intelligence /CIA 

MIS Production Schedule 


1. Attached is your production schedule for the remainder 
of the current fiscal year. This was revised from time to time in 
response to estimated submission dates shown in monthly progress 
reports, a practice that has resulted in confused planning for 
processing and publication, and difficulties in coordination. 
Adherence to the submission dates shown in the schedule is 
expected. If further changes are to be proposed, the contributing 
agency will state in detail the reasons therefor in a written request 
to the Chairman, MIS Committee. Central Intelligence Agency. 

2400 Alcott Hall. 2430 E Street, N. 

2. Attached also is a monthly report showing the status 
of production and the quality ratings on N1S units submitted to 
OBI during this fiscal year. 
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Enclosures: 

1. Subj. Sc bed. 

2. Mo. Report 


Same memo sent to 7 non-USIB contributors per list 
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